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Hardware Re-use Plans 





























+ (SIFARKHREL) NASA and IMINT have agreed to re-use of residual 
telescope hardware to support NASA’s proposed 
WEFIRST science mission 


+ (U) NRO signed the hardware over to NASA on 29 Aug 11 


+ (S77H<HREL) Desensitization is complete and approved through IMINT 
Security. 


+ (U) Hardware is currently at ITT Exelis in Rochester, NY 
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